AMENDMENT NO. 2 JANUARY 2018 
TO 
IS 12894 : 2002 PULVERIZED FUEL ASH-LIME BRICKS — 
SPECIFICATION 


(First Revision) 
(Page 1, clause 2) — Insert the following at the appropriate place: 


TS No. Title 


269 : 2015 Ordinary Portland cement — Specification (sixth revision) 
(Page 3, clause 6.5) — Substitute the following for the existing: 
‘6.5 Additives 


Any suitable additive, such as gypsum and cement conforming to IS 269, which 
are considered not detrimental to the durability of the bricks, may be used.’ 
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